observed the truck in the morning after Mr. Gonzales was "waved down".
When he came off the hill after being waved down, "he just kept going",
and when "I asked him what was the matter, he said his brakes didn't
work too well" (Tr. 210, 234).

On^^cro^s-^xamination, Mr. Goodspeed stated that he could not recall
issuing any citations for violations of section 56.9-1 during his inspection
of July 6, 1981 (Tr. 235).  He denied that Mr. Oberg ever explained
to him that driver inspection reports are turned in only if a driver
reports something, and that if he doesn't, they are thrown away (Tr. 236).
He also indicated that he was informed that drivers sometimes made
verbal reports (Tr. 237),

Mr. Goodspeed stated that section 56.9-1, only requires reports of
defects, that it does not require records of repairs or daily reports
(Tr. 238).  He confirmed that the No. 7 truck was totally full of water
when it was tested, and that the 2,000 gallons of water weighed approximately
16,000 pounds (Tr. 239).  He explained the braking procedures utilized
by the driver during the testing on the level as well as on the hill
going toward the shop (Tr. 239-241).  He stated that it took the truck
200 yards to come to a complete stop after they left the level area
where the service brakes were first applied (Tr. 242).

Mr. Goodspeed went on to describe the tests which were performed
on the truck while he was with the driver, including the different brake
systems which were applied during the test (Tr. 242-247). He conceded
that the torque converter was operable and that over the speed of five
miles an hour, it did have a "slowing action" effect on the truck.  However,
he confirmed that when he issued the citation, he was concerned that even
with the other brakes applied, the truck would not hold (Tr. 243).
Mr. Goodspeed described the "hill area" where the truck was also tested,
and described the different gears used by Mr. Gonzales in bis attempts
to stop the truck.  He denied that he himself had created the imminent
danger by instructing the driver to drive the truck into the shop area,
and conceded that he only instructed him to "take the truck to the shop"
(Tr. 249-254).  His testimony in this regard is as follows (Tr, 255-256):

Q.  You have testified that when you came off
the first hill, it took you 200 yards to stop.  And
yet you didn't consider those brakes so bad that you
needed to stop that truck right on the spot?

A.  Right on the spot?
Q,  Yes.

A.  You mean to take it out of service right on the
spot?

Q.  Yes.
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